35.89mm 
1.41in 


51.98mm 
2.05in 


54mm 
2.126in 


24.69mm 
0.972in 


74.28mm 
2.925in 


169.98mm 
6.692in 


82mm 
3.23in 


299.10mm 
11.78in 


5mm 
0.197in 4PL 


42° 


26.54mm 
1.045in 


12mm 
0.472in 


4.50mm 


0.177in 4PL 


299.10mm 
11.775in 


2.40mm 
R0.09in 
TYP 


5mm 
R0.20in 
TYP 


D4824-1 UPPER CUTTER MOUNT 


NOTES: 
1) MATERIAL:7075-T6 (OR T651/T6510/T6511/T62) ALUMINUM BAR 
PER AMS-QQ-A-225/9 (OR AMS 4122/4123/4186/4187) OR 
PER AMS-QQ-A-200/11 
2) FINISH: HARD ANODIZE IAW MIL-A-8625 TYPE III, CLASS 2, COLOR BLACK; 
PRIME IAW MIL-P-23377J TYPE I CLASS N; 1-2 MIL MAX. 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY WITH DART P/N "D4824-1" USING FINE POINT PERMANENT INK MARKER 
7) WEIGHT: lbs 
8) PART DIMENSIONS CONTROLLED BY CAD MODEL FILE: D4824-1-a.iges 
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DB 
DB 


40mm 
R1.575in 


40mm 
R1.575in 


67.36mm 
2.652in 
74.65mm 
2.939in 
51.46mm 
2.026in 


65.43mm 
2.576in 


14mm 
R0.551in 


14mm 
R0.551in 


12mm 
R0.472in 


60mm 
2.362in 


B 
B 


26.54mm 
1.045in 


38.54mm 
1.517in 


4.50mm 


0.177in 


52.92mm 
2.083in 
58mm 
2.283in 
47.84mm 
1.883in 
41.54mm 
1.635in 


3mm 
R0.118in 


12mm 
R0.472in 


3mm 
R0.118in 


100mm 
R3.937in 


20mm 
R0.787in 


3mm 
0.118in 


132mm 
5.197in 
38mm 
1.496in 


26.20mm 
1.032in 


17mm 
0.669in 
42.80mm 
1.685in 


SECTION B-B 


SCALE 1 : 1 
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